210 Pumpen pumps 


#130 21101 VE = 100 Stück 8 


Minipumpe, 205 mm 


° Aluminiumkolben, silber 

« praktischer Hebelstecker für sicheres Pumpen 

« zweistufig mit Schalter für Volumen und Hochdruck 
« mit Rundmanometer bis 8 Bar / 120 PSI 

« Nennüberdruck: 5,5 Bar / 80 PSI 


« mit Dualkopf passend für alle Ventilarten | 


Gewicht: 173 g (ohne Halter) 


Minipumpe, 215 mm 


° Kunststoffkolben, schwarz 

« praktischer Hebelstecker für sicheres Pumpen 

« Doppelhubfunktion (Zug und Druck) 

« Nennüberdruck: 6 Bar / 90 PSI 

« mit reversiblen Einsätzen passend für alle Ventilarten 
und integriertem Adapter für Bälle 

« zur Befestigung an Trinkflaschenhalterung 


Gewicht: 82 g (ohne Halter) 


#130 20801 VE = 100 Stück 


Mini-Teleskop-Pumpe, 260 mm 


« Kunststoffkolben, schwarz 

« praktischer Hebelstecker für sicheres Pumpen 
« zwei Verriegelungsstufen, Hochdruck/Volumen 
« mit Säulenmanometer bis 8 Bar / 120 PSI 

« Nennüberdruck: 7 Bar / 100 PSI 

« mit Dualkopf passend für alle Ventilarten 

« zur Befestigung an Trinkflaschenhalterung 


Gewicht: 151 g (ohne Halter) 


#130 20901 VE = 100 Stück 


Mini-Teleskop-Pumpe, 275 mm 


« Aluminiumkolben, silber 

« praktischer Hebelstecker für sicheres Pumpen 
« umlegbarer T-Griff für leichteres Pumpen 

« Säulenmanometer bis 8 Bar / 120 PSI, 

« Nennüberdruck: 5 Bar / 70 PSI 

« mit Dualkopf passend für alle Ventilarten 

« zur Befestigung an der Trinkflaschenhalterung 


Gewicht: 147 g (ohne Halter) 


#130 21001 VE = 100 Stück 
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Mini pump, 205 mm 


« aluminium plunger, silver 

« practical tyre valve connector for secure pumping 

« two-stage pump with a switch for volume and high 
pressure 

« with a round pressure gauge to 8 bar / 120 PSI 

° nominal overpressure: 5.5 bar / 80 PSI 

« with a dual head suitable for all valve types 


Weight: 173 g (without the holder) 


# 130 211 01 Unit = 100 pieces 


Mini pump, 215 mm 


« plastic plunger, black 

« practical tyre valve connector for secure pumping 

« dual action (push and pull) 

« nominal overpressure: 6 bar / 90 PSI 

« with reversible bits suitable for all valve types and 
integrated adapter for balls 

« for mounting on the drink bottle holder 


Weight: 82 g (without the holder) 


# 130 208 01 Unit = 100 pieces 


Mini telescopic pump, 260 mm 


« plastic plunger, black 

« practical tyre valve connector for secure pumping 
« two locking stages, high pressure/volume 

« with a shaft pressure gauge to 8 bar / 120 PSI 

« nominal overpressure: 7 bar / 100 PSI 

« with a dual head suitable for all valve types 

« for mounting on the drink bottle holder 


Weight: 151 g (without the holder) 


# 130 209 01 Unit = 100 pieces 


Mini telescopic pump, 275 mm 


aluminium plunger, silver 

practical tyre valve connector for secure pumping 
« turnable T-handle for easy pumping 
« shaft pressure gauge to 8 bar / 120 PSI, 
° nominal overpressure: 5 bar / 70 PSI 

with a dual head suitable for all valve types 

for mounting on the drink bottle holder 


Weight: 147 g (without the holder) 


# 130 210 01 Unit = 100 pieces 
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